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A seven station, short base-line Lightning Mapping Array was installed at the Camp 
Blanding International Center for Lightning Research and Testing (ICLRT) during April 
2011. This network will support science investigations of Terrestrial Gamma-Ray 
Flashes (TGFs) and lightning initiation using rocket triggered lightning at the ICLRT. 

The network operations and data processing will be carried out through a close 
collaboration between several organizations, including the NASA Marshall Space Flight 
Center, University of Alabama in Huntsville, University of Florida, and New Mexico 
Tech. The deployment was sponsored by the Defense Advanced Research Projects 
Agency (DARPA). The network does not have real-time data dissemination. Description, 
status and plans will be discussed. 



